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CONFIDENTIAL STATE 099582 

ABIDJAN FOR TSO; RSO; DAKAR FOR PSO; FRANKFURT FOR OIC/RTC 
E.O. 11652: GDS 


TAGS: ASEC 

SUBJECT: ACR INSTALLATION - DAKAR 

REF: STATE 

1 . PROPOSED ACR INSTALLATION SURVEY NOB DAKAR RECEIVED AT 
SY/OPS/T. SY/OPS/T CONCURS WITH PROPOSED INSTALLATION. THE 
FOLLOWING ARE COMMENTS AND SUGGESTIONS REGARDING PROPOSED 
INSTALLATION. 

A. SURVEY DRAWING INDICATES TWO EACH INLETS AND EX- 
HAUSTS AT THE ACR. ACTUAL INSTALLATION WILL HAVE ONE EACH 
INLET AND EXHAUST INSTALLED ON THE SAME OR OPPOSITE SIDES 
OF THE SIDE WALLS. 
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B. ITEM 28 TRANSITION IS NOT REQUIRED. THE PROPER 
TRANSITION IS SUPPLIED WITH THE SHELDAHL ACR. 

C. SUGGEST CONSULTATION WITH FBO PROJECT SUPERVISOR 
REGARDING CFM OF FAN COIL UNIT. 750 CFM FAN COIL UNITS NOR- 
MALLY INSTALLED WHICH ARE CAPABLE OF PROVIDING PROPER AIR 
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EXCHANGE FOR ACR, THUS ELIMINATING NEED FOR THE INLINE BOO- 
STER FAN, ITEM 27. 

D. SUGGEST INSTALLATION OF REMOVABLE PLYWOOD PANELS 

OVER PARENT ROOM WINDOWS. PANELS WOULD BE INSTALLED FLUSH 
WITH PARENT ROOM WALL. DRAPES COULD BE LEFT AT WINDOWS TO 
GIVE A NORMAL APPEARANCE. THIS KIND OF INSTALLATION WOULD 
ELIMINATE THE NEED FOR ITEM 13 (WALL) AND ADD APPROXIMATELY 
18 INCHES TO THE PARENT ROOM. 

2. ACR CHAIRS ARE ON ORDER BUT NOT YET RECEIVED. REQUEST- 
ED QUANTITY OF CHAIRS CAN BE SHIPPED AS SOON AS RECEIVED 
FROM THE MANUFACTURER. 

3. A 12 FOOT BY 18 FOOT ACR IS PRESENTLY IN STORAGE AT THE 
MILITARY OCEAN TERMINAL (MOT), BAYONNE, NJ. ARRANGEMENTS 
WILL BE MADE TO SHIP THE ACR TO DAKAR. 

4. FOR DAKAR: HOW MANY CHAIRS ARE IN THE PRESENT 9' X 
12' ACR? WHAT IS THE CONFERENCE TABLE SIZE? 

5. PLEASE ADVISE ANY SPECIAL SHIPPING INSTRUCTIONS. SHIP- 
MENT WILL BE MANIFESTED AS OFFICE FURNITURE. 

6. PRESENT 9 X12' ACR SHOULD BE DISASSEMBLED, CLEANED, 

PACKED FOR SHIPMENT, AND STORED IN SECURE AREA. EXACT DIS 
POSITION OF ACR UNKNOWN AT THIS TIME. 
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7. SHIPMENT OF ILG NOISE GENERATORS PRESENTLY IN ROUTE TO 
RTC FRANKFURT. OIC/RTC FRANKFURT IS HEREBY REQUESTED TO 
SHIP TWO EACH ILG NOISE GENERATORS TO AMEMBASSY, DAKAR, 
ATTENTION PSO. PSO DAKAR TO HOLD FOR TSO ABIDJAN. 

8. FLEXIBLE DUCTING WILL BE FORWARDED FROM SY/OPS/T. 

9. YOU WILL BE ADVISED ETA ALL ITEMS WHEN DETERMINED. 

VANCE 
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NNN 
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